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1, As provided in reference, the attached revised listing of approved medical 
facilities is forwarded for your guidance. 

2. Experience since the issuance of reference has indicated that the attention of 
all concerned should be directed to the following: 

a. Benefits 

The benefits outlined in paragraphs 2 and 3 of reference, i.e. , 
hospitalization, travel, attendants, are available only for conditions 
which require in-patient hospitalization, and' are not available in out- 
patient cases. 

b. Facilities 

In all cases, a U. S. Government facility will be used if available 
and compatible with cover. When this is not possible, one of the indige- 
nous facilities should be considered. Absence of indication on this list 
of an approved facility may mean that data is not currently available at 
Headquarters for such determination. When such is the case, or when for 
any reason an indicated facility cannot be used, the local Department of 
State post frequently can provide a list of additional facilities. Lack of 
indication of approval of a facility on this list therefore does not necessarily 
preclude payment for treatment at such facility provided there is a valid 
reason why an approved facility cannot be used. 

c . Me dical Tra vel 

(1) Prior authorization from Headquarters should be obtained for 
medical travel except in emergency; request for authorization should 
include diagnosis or probable diagnosis with other pertinent information. 

In emergency evacuation cases, Headquarters should be notified of action 
taken as soon as practicable. 
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(3) In the event of medical evacuat ion to [ 

as indicated above, the Chief of Station, | . 

| | (as appropriate) should be notified of the impending evacuation in 

order that a representative from one of those stations may render any 
assistance indicated. 
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(5) Whenever it is necessary to transmit medical information of a 
sensitive or personal nature, either to Headquarters or to another post, the 
indicator JR.YBAT MEDIC should be used. 

dm Elective Surgery 

Benefits outlined in reference are not normally available for elective 
surgery such as tonsillectomies. Prior approval from Headquarters is required 
for all cases of elective surgery before benefits will apply. 

3, The attached list will be revised as changes and additional information dictate. 
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